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DIRECTED  BY 

DR.  LINDA  STEWART 


Oct  i-2i  m 


Produced  by  Special  Arrangemen  t  with  Samuel  French 


THE  CASTLE  PLAYERS  OF 
NORTHWESTERN  STATE  COLLEGE 
PRESENTS 

ABE  BURROW'S 

CACTUS  FLOWER 

PRODUCED  BY  SPECIAL  ARRANGEMENT 
WITH  SAMUEL  FRENCH 


Directed  by  Linda  Stewart 

Assistant  Director  Keith  Burkhart 

Set  and  Light  Design  Don  Stamper 


CAST  OF  CHARACTERS 


Ton/  Simmons  Cindy  Ridgway 

Igor  Sullivan  Dan  Loomis 

Stephanie  Dickinson   Bobbi  Bingham 

Mrs.  Dixon  Durant  Beverly  Baxter 

Dr.  Julian  Winston  Bob  Heimann 

Harvey  Greenfield   .  Larry  Burk 

Ambassador  Ahmed  Richard  McKee 

Waitress  Jolyn  Hubbart 

Boticelli's  Springtime  Belle  Bingham 

Music  Lover  Pat  Scott 

Night  Club  Singer   .  Arvel  Mallory 

Pianist  Phillip  Stamps 


BACKSTAGE  BIOGRAPHIES 


CINDY  RIDGEWAY  (Toni)  Jet-Nash  Freshman,  is  making  her  debut  tonight 
Cindy  is  a  speech  major  and  a  member  of  Castle  Players. 

DAN  LOOMIS  (Igor)  Aline-Cleo  freshman  is  appearing  in  his  first  major 
production  this  evening.  He  appeared  in  two  one-act  plays  last  summer. 
He  is  a  speech  major  and  a  member  of  Castle  Players. 

BOBBI  BINGHAM  (Stephanie)  Enid  sophomore,  has  appeared  in  SPLENDER 
IN  THE  GRASS  and  DON'T  DRINK  THE  WATER.  She  is  a  journalism  and 
speech  major.  She  is  a  member  of  Castle  Players. 

BEVERLY  BAXTER  (Mrs.  Durant)  Alva  Senior,  has  appeared  in  SPLENDOR 
IN  THE  GRASS,  EXIT  THE  KING  and  several  one  act  plays.  She  has  twice 
been  selected  Best  Supporting  Actress  in  a  one  act  play.  She  is  a  member  of 
Alpha  Psi  Omega  and  Castle  Players.  She  has  appeared  with  the  NSC  oral 
interpretation  traveling  group. 

BOB  HEIMANN  (Dr.  Winston)  Beaver,  Pa.  senior,  has  appeared  in  BARE- 
FOOT IN  THE  PARK,  DON'T  DRINK  THE  WATER,  SPENDOR  IN  THE 
GRASS  and  EXIT  THE  KING.  Bob  received  the  Best  Supporting  Actor 
trophy  for  his  performance  in  1969  production  of  DON'T  DRINK  THE 
WATER.  He  is  president  of  Alpha  Psi  Omega  and  a  member  of  Castle 
Players.   Last  summer  he  directed  community  theatre  in  Pennsylvania. 

LARRY  BURK  (Harvey)  Alva  senior,  has  been  seen  in  ON  BORROWED 
TIME,  PRINCE  AND  THE  PAUPER,  SPLENDOR  IN  THE  GRASS,  THE 
ODD  COUPLE,  and  THE  MIRACLE  WORKER.  He  is  a  member  of  Castle 
Players. 

RICHARD  MCKEE  (Ambassador)  Anthony,  Kansas  sophomore  has 
appeared  in  DON'T  DRINK  THE  WATER  and  EXIT  THE  KING.  He  is  a 
speech  major  and  a  member  of  Castle  Players. 

JOLYN  HUBBART  (Waitress)  Beaver  freshman,  is  making  her  debut  in 
tonights  production.  She  is  a  member  of  Castle  Players. 

BELLE  BINGHAM  (Bonticelli's  Springtime)  Enid  junior,  has  previously 
appeared  in  the  plays  THE  ODD  COUPLE,  MIRACLE  WORKER,  and  the 
musical  CAMELOT.  She  has  also  appeared  in  several  one  acts.  She  is  a 
drama  and  foreign  language  major. 

PAT  SCOTT  (Music  Lover)  Oklahoma  City  sophomore,  is  making  her 
debut  in  tonights  production.  She  has  appeared  in  the  NSC  Oral  Interpre- 
tation Traveling  Group.  She  is  a  member  of  Castle  Players. 

ARVEL  MALLORY  (Night  Club  Singer)  Oklahoma  City,  junior  is  making 
her  debut  in  tonights  production,  but  is  well  known  as  an  outstanding 
entertainer. 

PHILLIP  STAMPS  (Pianist)  Oklahoma  City,  junior  is  making  his  debut  in 
tonights  production,  but  is  well  known  as  an  outstanding  entertainer. 


SCENES 


The  action  of  the  play  takes  place  in  15  scenes  scattered  around  uptown 
and  downtown  Manhatten.  There  is  one  intermission. 

SCENE  LOCATIONS 

TonVs  Apartment 
Dentist's  Office 
Record  Store 
Night  Club 


PRODUCTION  STAFF 


Stage  Manager  Ann  Reynolds 

Costumes  Toni  Krivohlavek 

Prop  and  Backstage  Marge  Kleinz*  Rickey  Dulinsky 

Gail  Lanman,  Sandra  Waggoner 
Dejon  Lyall,  Carmine  Gallo 
Karla  Fox,  Malinda  Achemire 

Construction.   Don  Stamper*  Keith  Burkhart* 


Rickey  Dulinsky,  Harriette  Dulan 
Dejon  Lyall,  Sam  Peil,  Royce  J  or  den 
Steve  Dollins,  Karla  Fox 
Malinda  Achemire,  Neal  Son  tag 


Box  Office  Phyllis  Thomas 

Makeup  Martha  Draper,*  Debbie  Hula 

Sound   .  Kenny  Campbell,  Kay  Loom  is 

Lighting   Don  Stamper 


*  Committee  Chairman 


ACKNOWLEDGEMENTS 


Church  of  Christ  Bible  Choir 
Darnell's  Furniture 
Shafer  Radio  and  T.  V. 
Southwestern  Bell 

Alva  Review  Courier 
CATCH-ALL 

N.S.C.  Printing  Department 

Mary  Metkin 

Leo  Proctor,  D.D.S. 
Fred  Neuman 

Mrs.  Harold  C.  Jones 

Hap  Pearson 

Joanna  Johnson 

Wayne  Lane 
Mr.  &  Mrs.  Ralph  Williams 


INVITATION 

You  are  invited  to  come 

backstage 

after  the  performance  to 

meet  the 

cast  and  crew. 

DONATIONS  OF  CLOTHING  AND  FURNITURE  ARE  APPRECIATED. 
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